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English away. He thought to himself,
fct' I will give it all up and never try any
more."

3.  Just as he was saying this, he saw
in a corner a spider.    Bruce lay still and
watched the spider, which was trying to
carry his thread to a little knob of stone
to which he wanted to fasten it.    But
every time the spider got near to the
place he lost his hold and fell right clown
to the ground, breaking the thread and
tearing the web he had made.

4.  " Poor spider/' said Bruce ; " how
much he is like me.    He tries and tries,
but   cannot   succeed/'      Then    Bruce
watched him more than ever.     Again
and again  the spider climbed  up  the
walls of the cave with his thread, but
only to tumble down again.

5.  " Surely he will never try any more/'
said  Bruce ; " he has tried nine times
already/'    But the brave spider got up
and set to work with more care than
ever.    When  the  spider got near  the